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Customer Configuration Backup 
and Restore 


CCBR Messages 


CCBRO001 Invalid command. 
Action: Check to make sure your data is correct and re-enter the command. 


CCBRO0002 Invalid argument. 
Action: Check to make sure your data is correct and re-enter the command. 


CCBR0003 Cannot get resource (pipe) for Ovl. 143. 


Action: Try to load the overlay again. If the problem persists, contact your 
technical support group. 


CCBRO0004 Unexpected signal raised. 


Action: Contact your technical support group. 


CCBRO0005 Bad answer for sysload confirmation. 


Action: Check to make sure your data is correct and re-enter the command. 
CCBRO0006 Invalid response. 


CCBRO007 Card 0 and port 0 must be used for the UPGRADE command. 


Action: Check that the TTY configuration is correct or use the TTY that is 
configured in card 0 port 0 of the Option 11 system. 


X11 System Messages 


